DOCKETED ITEMS      75

9108140275 NRG Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109100094 Forwards response to unresolved item from insp repts 50-315/91-09 & 50-
316/91-09 re generic Itr 89-10, "Motor-Operated Valve Test Accuracy."
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). FITZPATRICK.E. American Electric Power Co., Inc. 91/08/30. DAVIS.A.B. Docu-
ment Control Branch (Document Control Desk). 26pp. 59083:207-59083:232.

9109160090 Forwards insp rept 50-315/91-18 & 50-316/91-18 on 910812-21. No viola-
tions noted.

RING.M.A. Region 3 (Post 820201). 91/09/09. FIT2PATRICK.E. Indiana Michigan
Power Co. 2pp. 59098:168-59098:182.

-9109160099 Insp repts 50-315/91-18 & 50-316/91-18 on 910812-21 .No violations
noted.Major areas inspected:maint acitivities using selected portions of NRC insp pro-
cedure 62703 to ascertain if maint effectively accomplished & assessed.
BURGESS.S.D., CHOULES.N.C., GAINTY.C.A. Region 3 (Post 820201). 91/09/06.
13pp. 59098:170-59098:182.

9109170016 Ack position on items identified in insp rept 50-315/91-13 & 50-316/91-13
re security sys improvements or upgrades.

GREGER.LR. Region 3 (Post 820201). 91/09/10. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 1p. 59109:009-59109:009.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109240364 Forwards insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903 &
notice of violation.

CLAYTON.B. Region 3 (Post 820201). 91/09/17. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 59184:335-59184:361.

-9109240374 Insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903. Violations
noted.Major     areas      inspected:plant      operations,      reactor      trips, maint      &
surveillance.engineerinq & technical support & emergency preparedness.
JORGENSEN.B.L Region 3 (Post 820201). 91/09/16. 21pp. 59184:341-59184:361.

9109270034 Forwards safety insp rept 50-315/91-19 & 50-316/91-19 on 910826-28.No
violations noted.

GREGER.LR. Region 3 (Post 820201). 91/09/20. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59216:136-59216:156.

-9109270044 Insp repts 50-315/91-19 & 50-315/91-19 on 910826-28.No violations
noted.Major areas inspected:annual evaluated emergency preparedness exercise in-
volving review of exercise scenario (IP 82302).

FOSTER.J., AXELSON.W., CANIANO.RJ. Region 3 (Post 820201). 91/09/20. 19pp.
59216:138-59216:156.

R. Periodic operating reports & related correspondence

9109040176 Forwards semiannual radioactive effluent release rept for Jan-June
1991.W/o encl.

FITZPATRICK.E. American Electric Power Co., Inc. 91/08/30. MURLEY.T.E. Docu-
ment Control Branch (Document Control Desk). 2pp. 58998:217-58998:218.

9109100025 Forwards "DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Ef-
fluent Release Rept.Jan-June 1991" & Rev 3 to PMP 6010.OSD.001, "ODCM."
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). FITZPATRICK.E. American Electric Power Co., Inc. 91/08/30. MURLEY.T.E.
Document Control Branch (Document Control Desk). 1p. 59108:206-59108:356.

-9109100026 "DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Effluent Re-
lease Rept.Jan-June 1991."

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/06/30.
61pp. 59108:208-59108:315.

9109160304 Monthly operating rept for Aug 1991 for DC Cook Nuclear Plant Unit 2,per
Tech Spec 6.9.1.10.W/910905 Itr.

GILLETT.W.T., BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan
Electric Co.). 91 /08/31. 7pp, 59119:304-59119:310.

S. Reportable occurrences, LERs & related correspondence

9109040343 LER 91-006-00:on 910801 .reactor tripped as result of turbine trip generat-
ed by generator differential protective relays operating.Caused by failure of phase
three current transformer.Testing conducted.W/910830 Itr.

CARTEAUX.P.F., BLIND,AA Indiana Michigan Power Co. (formerly Indiana & Michi-
gan Electric Co.). 91 /08/30. 5pp. 58981:221 -58981:226.

V. Operator Examinations

9109100142 Confirms schedule for requalification program evaluation to be wk of
920120-27.Forwards ref mat! requirements.procedures on administration of exams &
NRC rules & guidance for examinees.

WRIGHT.G.C. Region 3 (Post 820201). 91/09/04. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 10pp. 59022:235-59022:244.

DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1

F. Security, medical, emergency & fire protection plans

9109110189 Rev 1 to ERPIP-750, "Security," implementing new site assembly & ac-
countability process.

*  Baltimore Gas & Electric Co. 91/07/29. 16pp. 59226:001-59226:016.

9109170189 Advises that Revs 12 & 13 to safeguards contingency plan, transmitted via
910423 & 0523 Inconsistent w/provisions of 10CFR50.54(p) & acceptable for inclu-
sion into plan.

JOYNER.J.H. Region 1 (Post 820201). 91/07/31. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 2pp. 59121:270-59121:271.

9109170219 Advises that Rev 7 to security training & qualification plan.transmitted via
910523 Inconsistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into
plan.

JOYNER.J.H. Region 1 (Post 820201). 91/07/31. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 3pp. 59127:108-59127:110.

9109170221 Advises that Rev 6 to security guard training & qualification
plan.transmitted via 910418 Inconsistent w/ provisions of 10CFR50.54(p) & accepta-
ble for inclusion into plan.

JOYNER.J.H. Region 1 (Post 820201). 91/07/31. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 3pp. 59127:116-59127:118.

9109170212 Advises that Revs 26 & 27 to security plan.transmitted via 910523 & 0717
Itrs.respectively.consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion
into plan.

JOYNER.J.H. Region 1 (Post 820201). 91/08/02. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 3pp. 59127:119-59127:121.

9109040181 Discusses review of facility emergency action levels. Concludes that pro-
posed rev appear to meet intent of NUREG-0654 & adequate.
JOYNER.J.H. Region 1 (Post 820201). 91/08/23. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 3pp. 58996:333-58996:335.

9109050177 Rev 0 to Emergency Response Plan Implementation Procedure ERPIP 512,
"Radiological Assessment Specialist."

*  Baltimore Gas & Electric Co. 91/08/27.13pp. 59020:218-59020:230.

9109050182 Rev 0 to Emergency Response Plan Implementation Procedure ERPIP-823,
"Dose Assessment Computer.

*  Baltimore Gas & Electric Co. 91/08/27. 5pp. 59019:333-59019:339.

9109090188 Transmits revised emergency response data sys data point library file for
facility.Rev incorporates telcon between B Hunt to RB Mervine on 910730.
CREEL.G.C. Baltimore Gas & Electric Co. 91/08/27. JOLICOEUR.J.R. NRC - No De-
tailed Affiliation Given. 2pp. 59049:285-59049:286.

9109110193 Change 2 to Rev 0 to ERPIP-700.Attachrnents 1-10 re cafeteria assembly.

*  Baltimore Gas & Electric Co. 91/08/27.14pp. 59099:283-59099:296.

9109110196 Revised Emergency Response Plan Implementation Procedures, (ERPIPs)
including Rev 0 to ERPIP-902 & Rev 0 to ERPIP-905, reflecting change to three digit
numbenng formatProcedures 902 & 905 cancel & supersede 5.2 & ^.respectively.

*  Baltimore Gas & Electric Co. 91/08/27.12pp. 59099:347-59099:358.

9109110198 Rev 0 to ERPIP 501, "Site Emergency Coordinator." reflecting change to
three digit numbering sys.Procedure cancels & supersedes Procedure 4.1.2, Site
Emergency Coordinator.

*  Baltimore Gas & Electric Co. 91/08/27. 21pp. 59099:262-59099:282.

9109250092 Rev 0 to Change 1 to ERPIP 701, "Warehouse 3 Assembly Area."

*  Baltimore Gas & Electric Co. 91/08/27. 7pp. 59201:015-59201:021.

9109250132 Revised ERPIP.including Rev 0 to ERPIP-200, "Technical Support Ctr
Functions & Responsibilities" & Rev 0 to ERPIP-210, "Control Room/Technical Sup-
port Ctr (CR/TSCJ Monitor."

*  Baltimore Gas & Electric Co. 91/08/27.18pp. 59194:155-59194:170.

9109250159 Revised ERPIP.including Rev 0 to ERPIP-400, "Nuclear Engineering Facili-
ty Functions & Responsibilities," ERPIP-402, "Nuclear Engineering Facility (NEF)
Staff' & ERPIP-403, "Nuclear Engineering Facility (NEF) Monitor."

*  Baltimore Gas & Electric Co. 91/08/27.19pp. 59194:171-59194:188.

9109250207 Rev 0 to ERPIP-316, "Operational Support Ctr Monitor."

*  Baltimore Gas & Electric Co. 91/08/27. 9pp. 59194:103-59194:111.

9109250213 Rev 0 to ERPIP-702, "Warehouse 3 Monitor."

*  Baltimore Gas & Electric Go. 91/08/27. 9pp. 59203:206-59203:214.

9109250223 Public version of Rev 1 to ERPIP-750, "Security," implementing new site
assembly & accountability process. W/910916 release memo.

*  Baltimore Gas & Electric Co. 91/08/27. 27pp. 59202:102-59202:123.

9109300265 Rev 0 to ERPIP-710, "Farm Demonstration Bldg Decontamination Facility."
changing to 3-digit numbering sys format.

*  Baltimore Gas & Electric Co. 91/08/27. 5pp. 59260:341-59260:345.

9109190183 Rev 0 to ERPIP-301, "Operational Support Ctr Director," changing 3-digit
format & incorporating revised assembly scheme.

*  Baltimore Gas & Electric Co. 91/09/09. 20pp. 59156:122-59156:141.

9109190189 Rev 0 to ERPIP-903, "Monitoring Equipment & Instrumentation," changing
3-digit numbering format.

*  Baltimore Gas & Electric Co. 91/09/09.18pp. 59166:333-59166:352.

9109190170 Rev 0 to Chapter 2 to ERPIP 401. "Nuclear Engineering Facility Director,"

L------- iccountability.

9 Gas & Electric Co. 91/09/10. 7pp. 59166:317-59166:326.

changing accountability. '
* Baltimore C " "

P. Operating license stage documents & correspondence

9109030037 Application for amends to licenses DPR-53 & DPR-69,revising TS re borat-
ed water in boric acid tanks.

CREEL.G.C. Baltimore Gas & Electric Co. 91/08/27. Document Control Branch (Doc-
ument Control Desk). 3pp. 58926:319-58926:328.

-9109030043 Proposed tech spec pages re borated water in boric acid tanks.
* Baltimore Gas & Electric Co. 91/08/27. 7pp. 58926:322-58926:328./09/13. MURLEY.T.E. Document Control Branch (Document Control Desk).
